FALL ARREST STARTER KIT 

Model #5000 #5010 


FALL 
PROTECTION 



Fall Arrest Starter Kit 
Model #5000/ #5010 

The Full Body Harness is constructed of nylon web- 
bing, and equipped with adjustable leg, shoulder, and waist 
straps. Large forged D-ring on back provides secure lan- 
yard anchorage. Lightweight, easy to put-on and adjust, 
the harnesses are available in two sizes; Stock # 5000 fits 
small-medium, waist sizes 30" - 42", 6 feet in height, and 
Stock # 501 0 fits large - extra large, waist size 40" - 52", 
over 6 feet in height. The Lanyard is made of nylon web- 
bing and equipped with double-lock snap hooks on each 
end. 

The Rope Grab is built with durable, all metal construction 
and is fitted with a spring-loaded cam that can be placed at 
any point along the length of the Safety Line. 
The Safety Line is made of a blended combination of 
polyester and polypropylene 5/8" x 50 feet with a back- 
splice at one end, and a double-lock snap hook at the other. 
The Canvas Tool Bag is made of steel bar reinforced 
canvas, heavy riveted construction, leather straps, and a 
waterproof fiberboard bottom. 


Product Specifications: Fall Arrest Starter Kits & System Components 


Model # 


5000 


5010 


5001 


5011 


5002 


5000 


Description: 


Kit S/M 


Kit L/XL 


S/M 


L/XL 


50' Rope w/ Snap 4' Lanyard 


VII 2 Snaps 


Unit Pack: 


1 Kit / Carton 1 Kit / Carton 


1 / Carton 


1 / Carton 


1 / Carton 


Weight per Pack: 15 Po 


15 Po 


2.25 Po 


2.25 Po 


2.5 Pounds 


1.0 Pounds 


Cu. Ft. per Pack: 1.2 cu. ft. 


1.2 cu. ft. 


.20 cu. ft. 


.20 cu. ft. 


Product Specifications: Fall Arres 


i System Components (com.) 


Model # 


5003 


5004 


5005 


Description 


Carry Bag 


W/2 


Unit Pack: 


1 / Carton 


JJjCarton 


Customer Support and Ordering Information 

781-344-1000 • www.qualcr 


.25 cu. ft. 


.10 cu. ft. 



INDUSTRIES, INC. 


